BILL NO. S-71-05- > £> 


SPECIAL ORDINANCE NO. S- ' 

AN ORDINANCE approving Board of Works 
Emergency Resolution and authorizing repairs 
and restoration of the Hurshtown Reservoir. 

WHEREAS,, the Hurshtown raw water storage Reservoir has 
developed a leak, thereby threatening the surrounding area, 
life and property and vitally affecting the water supply of the 
City, of Fort Wayne and environs , and creating an emergency 
situation; and 

WHEREAS, the Board of Public Works of the City of Fort 
Wayne has adopted Emergency Resolution 57-49-17, ordering all 
necessary work to be done to repair and restore the reservoir 
to its normal use, which said work includes but is not limited 
to the followings 


1. 

Control the leak 

2. 

Drain the reservoir 

3. 

Take emergency measures to assure safety 
downstream 

4. 

Notify the Consulting Engineers who 
designed the facility 

5. 

Call in the Contractor who constructed 
the facility 

6. 

Secure any necessary equipment, material 
or labor to determine the cause of the 
leak, and 

7. 

Repair the structure to a satisfactory 
condition. 


NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Board of Public Works Emergency Resolu- 
tion 57-49-17 is hereby approved and the Board of Public Works 
is hereby authorized to proceed with all necessary work in 
connection with the repair and restoration of the Hurshtown 
Reservoir. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Bill No. S-71-05-26 

REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We s your Committee on Public Works to whom was referred an Ordinance 
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57-49-17 
May 13, 1971 


Mr. d. Robert Arnold 
City Attorney 
1120 Lincoln Bank Tower 
Fort Wayne, Indiana 

Dear Mr. Arnold: 

FI ease prepare an ordinance to be introduced in the Common Council 
Tuesday, May 25, 1971 for the attached Emergency Resolution covering 
necessary work to repair and restore the Hirsh town Reservoir to its 
normal use. 


Yours truly, 

Fred S. Ebrman 
Robert W. Dahman 
Edward V. Elkins 
BOARD OF PUBLIC"" WORKS 

ms 
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